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1. DEPUTY ASSISTANT SECRETARY ARMITAGE TOOK OPPORTUNITY 
AFFORDED BY MINISTER-COUNSELOR VORONTSOV'S PRESENCE IN 
DEPT ON OTHER BUSINESS LATE AFTERNOON AGUSUT 25 TO PRESENT 
AIDE MEMOIRE AGREED REFTEL. ARMITAGE MENTIONED TO 
VORONTSOV THAT HMG AND GOF WOULD MAKE SIMILAR DEMARCHES 
IN LONDON AND PARIS AUGUST 26. 

2. VORONTSOV SAID HE WAS NOT IN A POSITION TO COMMENT, 

BUT WOULD PROVIDE A PROPER REPLY AFTER CHECKING WITH HIS 
AUTHORITIES. INGERSOLL 
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